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ORIGIN COME-00 

INFO OCT-OI ARA-10 ISO-00 CIAE-00 EB-07 INR-07 LAB-04 

NSAE-00 PA-02 SIL-01 USIA-I5 PRS-OI /048 R 

DRAFTED BY COM/BIC/OIM/AFBROWNSTEIN 
APPROVED BY EB/OCA/CM/JSIMMONS 
COM/BIC/OIM/PCLARY, CMM MEXICO 
COM/BIC/OIM/JTDOYLE, AAD/EM 
ARA/ECP/DLACEY (INFO) 

079893 

P I32045Z JAN 76 

FM SECSTATE WASHDC 

TO AMEMBASSY MEXICO PRIORITY 

AMEMBASSY GUATEMALA 

AMEMBASSY MANAGUA 

AMEMBASSY PANAMA 

AMEMBASSY SAN JOSE 

AMEMBASSY SAN SALVADOR 

AMEMBASSY TEGUCIGALPA 

INFO AMCONSUL GUADALAJARA PRIORITY 

AMCONSUL HERMOSILLO 

AMCONSUL MONTERREY 

UNCLAS STATE 008048 

E.O. 11652: N/A 
TAGS: BEXP, XM 

SUBJECT: CHEMICAL/PETROCHEMICAL EXHIBITION, MEXICO CITY 

— TRADE CENTER, FEB. 24-27, 1976 

1 . THE FOLLOWING FIRMS WILL BE PARTICIPATING IN THE SUBJECT 
EVENT. ASSISTANCE IS REQUESTED FROM U.S. POSTS IN MEXICO, 
CENTRAL AMERICA AND PANAMA TO IDENTIFY AND INVITE POTENTIAL 
PURCHASERS AND REPRESENTATIVES AS INDICATED BELOW TO THIS 
EXHIBITION. BROCHURES WILL BE FORWARDED TO YOU. 
UNCLASSIFIED 
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2. ALLIS-CHALMERS CORP. 

— P.O.BOX 512 

— MILWAUKEE, WISC. 53201 
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REPRESENTATIVE: 

A-C MEXICAN A, S.A. 

AVE. EJERCITO NACIONAL 209 
MEXICO 17, D.E., MEXICO 
TEL. 545-6193 

— EXHIBITING: AXIAL ELOW COMPRESSORS AND CENTRIEUGAL 
COMPRESSORS 

— ALLIS-CHALMERS MANUEACTURES COMPRESSORS EOR NEARLY ALL 
AIR AND GAS APPLICATIONS FOR INDUSTRIES FROM FOOD PROCESS- 
ING TO CHEMICAL AND PETROLEUM, HEAVY MANUFACTURING, 
UTILITIES, ETC. RANGE: INLET VOLUMES EROM 1000 ACEM TO 
1,000,000 ACEM. 

3. AMERICAN CHEMICAL SOCIETY 

— 1155 16THST. N.W. 

— WASHINGTON, D.C. 20036 

— EXHIBITING: ACS AUDIO COURSES 

— STATE-OF-THE-ART COURSES BY RECOGNIZED AUTHORITIES AT 
THE COLLEGE AND CONTINUING EDUCATION LEVELS. EACH COURSE 
CONSISTS OE LECTURES ON AUDIO TAPE CASSETTES AND REEERENCE 
MANUAL CONTAINING ILLUSTRATIVE MATERIAL AND PROBLEMS INTE- 
GRATED WITH THE TAPES. IDEAL EOR INDIVIDUAL OR GROUP USE. 

THE COURSES INCLUDE A WIDE VARIETY OF SUBJECTS, SUCH AS 
INTERPRETATION OF INFRARED AND MASS SPECTRA, THE USE OF 
CHEMICAL ABSTRACTS, INTERMEDIATE MNR SPECTROSCOPY, BUSI- 
NESS ASPECTS OE CHEMISTRY, MODERN ORGANIC SYNTHESIS, AND 
PHOTOCHEMISTRY. 

4. AME INTERNATIONAL 

— 400 RESEARCH PARKWAY 

— MERIDEN, CONN. 06450 
UNCLASSIEIED 

PAGE 03 STATE 008048 

— SEEKS AGENT IN CENTRAL AMERICA 

— REPRESENTATIVE: 

EILTRACION S.A. 

KM 17 MEXICO TLALNEPANTLA 
P.O. BOX 271 

TLALNEPANTLA MEXICO 

ING. JOSE A. GARCIA G., SALES MANAGER 

— EXHIBITING - LIQUID CONDITIONING EQUIPMENT: CARTRIDGE 
TYPE FILTERS, SELE CLEANING FILTERS, DISPOSABLE EILTER 
CARTRIDGES, ASBESTOS EREE MEDIA, SANITARY FILTERS, CHEMICAL 
METERING PUMPS 
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— AMF CUNO, OFFERS FILTERS WITH HYGROSCOPIC CHARACTER- 
ISTICS TO REMOVE MOISTURE FROM OIL, SELF-CLEANING 
STRAINERS TO ELIMINATE CONTAMINANTS FROM PLANT INTAKE 

WATER, ION-EXCHANGE COLUMS AND REVERSE OSMOSIS UNITS TO 
PURIFY WATER, MICRONIC FILTERS TO PROTECT EXPENSIVE 
MACHINERY. 

5. BARNES ENGINEERING COMPANY 

— 30 COMMERCE ROAD 

— STAMFORD, CONN. 06904 

SEEKS AGENTS AND/OR DISTRIBUTORS IN MEXICO AND CENTRAL 
AMERICA 

— EXHIBITING: INFRARED THERMOMETERS 

— PROVIDES ACCURATE TERMPERATURE MEASUREMENTS WITHOUT 
PHYSICAL CONTACT UNLIKE CONVENTIONAL THERMOMETERS AND 
THERMOCOUPLES; CAN MEASURE TEMPERATURE OF REMOTE, SMALL, 
INACCESSIBLE OR MOVING OBJECTS IN CORROSIVE, ABRASIVE, OR 
OTHERWISE CONTAMINATED ENVIRONMENTS. 

6. CHEM-PRO INTERNATIONAL LTD. 

— 27 DANIEL ROAD 
UNCLASSIFIED 
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— FAIRFIELD, N.J. 07006 

SEEKING AGENTS AND/OR DISTRIBUTORS IN MEXICO AND CENTRAL 
AMERICA 

EXHIBITING - DISTILLATION AND EXTRACTION EQUIPMENT: 

EXTRACTION COLUMN - RECIPROCATING PLATE TYPE WITH HIGH 
VOLUMETRIC EFFICIENCY 

"MTNI-TR A Y-DISTIT .1 .ATION COLUMNS - SMALL DIAMETER CART- 
RIDGE TRAY ASSEMBLIES - EASY TO ASSEMBLE AND DISASSEMBLE 
SOLVENT RECOVERY SYSTEMS 

7. R.S. CORCORAN COMPANY 

— 500 OLD HICKORY ROAD 

— NEW LENOX, ILL. 60451 

REPRESENTATIVE: 

— PROCESOS Y PRODUCTOS, S.A. 

— VARSOVIA 44-401 

— MEXICO 6, D.F. 

— TEL. 528-5511 

— ALBERTO BAZAN 
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EXHIBITING: A LINE OE HIGH ALLOW CENTRIFUGAL PUMPS AT 
QUITE INEXPENSIVE PRICES 

— HIGH WUALITY AT REASONABLE PRICES MADE POSSIBLE 
THROUGH EABRICATION FROM BARSTOCK AND SHEETMETAL RATHER 
THAN CASTINGS. ALSO GREATER VERSATILITY PROVIDED AS 
ALLOYS CAN BE FITTED TO THE APPLICATION; 

8 DAY MIXING 

— 4932 BEECH STREET 

— C 

— CINCINNATI, OHIO 45212 

SEEKING AGENTS AND/OR DISTRIBUTORS IN CENTRAL AMERICA 

REPRESENTATIVE: 

UNCLASSIFIED 
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— AVANTE, S.A; 

— AV. EJERCITO NACIONAL NO. 752 

— MEXICO 5, D,F. 

— JORGE MASSU T; 

EXHIBITING: DAYMAX 

— ULTRA HIGH SPEED MIXER-DISPENSER FOR DISSOLVING A 
BROAD RANGE OF MATERIALS IN A LIQUID BASE. 

9. DOLLINGER CORP. 

— P.O. BOX 1940 

— ROCHESTER, NEW YORK 14603 

EXHIBITING: THREE-STAGE FILTER SEPARATOR FOR REMOVAL OF 
CONDENSED OIL AND WATER AND EXTEMPERANEOUS MATTER FROM 
COMPRESSED AIR OR OTHER GASES 

— PRESSURE FILTER DESIGNED FOR 1200 PSIG AT 100 DEGREE 

F INCORPORATING A MOULDED AND RADIAL FINNED ELEMENT THAT 
IS CLEANABLE AND REPLACEABLE 

— NATURAL GAS PRESSURE FILTER DESIGNED SPECIFICALLY FOR 
THE PROTECTION OF ROTARY TYPE GAS METERS 

— DUAL LIQUID FILTER, ALLOWING CONTINUOUS OPERATION 
WITHOUT INTERRUPTING FLUID FLOW 

— HIGH EFFICIENCY SPIN SEPARATOR FEATURING DEI SELF 
CLEANING DESIGN PLUS MOISTURE REMOVAL EFFICIENCY 

— ASSORTED FILTER ELEMENTS - MOULDED END TYPE, SEWN END 
TYPE, MULTI-MEDIA TYPE. 
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10. DORIC SCIENTIFIC 

— DIV. OF EMERSON ELECTRIC CO. 

— 3883 RUFFEN ROAD 

— - SAN DIEGO, CALIF. 92123 

UNCLASSIFIED 
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SEEKING AGENT AND/OR DISTRIBUTOR IN MEXICO AND CENTRAL 
AMERICA 

REPRESENTATIVE: 

TELESISTEMAS E. INSTRUMENTACION S.A. DE C.V. 

APARTADO POSTAL NO. M-8720 
MEXICO 1, D.F. 

TEL. 535-43-82 
MRS. MARTONE 

EXHIBITING: DIGITREND 220 - A NEW DATA LOGGER/ALARM 
SCANNER WITH MICROPROCESSOR POWER 

— DIGITREND 200 DIGITAL MULTIPOINT DESK LOGGER FOR LABOR- 
ATORY OR INDUSTRIAL APPLICATIONS 

— DS 300-T2 DIGITAL TRANSDUCER INDICATOR FOR USE WITH 
STRAIN GAUGE TRANSDUCERS TO MEASURE WEIGHT FORCE, PRESSURE, 
THRUST AND TORQUE 

— SERIES 400 DIGITAL TEMPERATURE TRANSDUCERS - SIX MODELS 

11. DYNA-THERM CORP. 

— P.O. BOX 66629 

— - HOUSTON, TEXAS 77006 

SEEKING AGENT AND/OR DISTRIBUTOR IN MEXICO AND CENTRAL 
AMERICA 

REPRESENTATIVE: 

OSBI INTERNACIONAL S.A. 

BAHIA DEL ESPERITA SANTO 21 LOC. 6 
MEXICO 17, D.F. 

TEL. 531-7904 
WILLIAM F. HEINSOHN 

EXHIBITING: 

STEAM DRUM - GENERATES DRY STEAM WITH A MINIMUM OF SOLIDS 
UNCLASSIFIED 
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SEPARATORS - AVAILABLE IN STAINLESS, TITANIUM, HASTELLOY 
AND ALUMINUM - UNITS WILL REMOVE 99 PERCENT OE ALL EN- 
TRAINED PARTICLES 10 - MICRONS AND LARGER. 

12. EAGLE TOOL SUPPLY, INC. 

— - EXPORT AGENT FOR MECHANICAL SEAL AND SERVICE 

— 5250 GULTAN, SUITE 4E 
— - HOUSTON, TEXAS 77036 

SEEKING AGENT AND/OR JOINT VENTURE IN MEXICO AND CENTRAL 
AMERICA 

EXHIBITING: HIGH PRESSURE MECHANICAL SEALS AND SEAL PARTS 

— FOR USE IN APPLICATIONS INVOLVING ELEVATED TEMPERATURES 
AND CORROSIVE ENVIRONMENTS. COMPLETE SEALS AND SEAL PARTS 
MADE FROM STAINLESS STEEL, STELLITE, MONEL, CERAMICS AND 
OTHER MATERIALS. 

13. EXTECH INTERNATIONAL CORP. 

— 177 STATE STREET 
BOSTON, MASS. 02109 

EXPORT AGENT FOR: 

ANACON INC. 

ASHLAND, MASS. 

EXHIBITING - MODEL 106 INFRARED MOISTURE ANALYZER, MODEL 
47 PROCESS REFRACTOMETER 

INFRARED INDUSTRIES, INC. 

SANTA BARBARA, CALIF. 

EXHIBITING - MODEL 702 ETHYLENE AND CARBONDIOXIDE GAS 
ANALYZER 

IONICS, INC. 

WATERTOWN, MASS. 

EXHIBITING - MODEL 445 TOTAL CARBON ANALYZER 

CENTURY SYSTEMS CORP. 

UNCLASSIFIED 
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ARKANSAS CITY, KANSAS 

EXHIBITING - MODEL OUA 108 PORTABLE ORGANIC VAPOR ANALYZER 
WITH CHROMATOGRAPH 

REPRESENTED IN MEXICO BY: 

DORUBIEL ROSALES 
PROFESA 77 STA. MONICA 
EDO DE MEXICO 
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397-5076 

ING. D. ROSALES A. 

AND WILLIAMSON CORE. 

CONCORD, MADMASS, 

EXHIBITING - MODEL 2220B PORTABLE DIGITAL NON-CONTACT 
TEMPERATURE MEASUREMENT AND CONTROL SYSTEM 

REPRESENTED BY: 

TELESISTEMAS Y INSTRUMENTACION 
QUETZALCATL NO. 10 
MEXICO 17, D.E. 

535-4382 

EXTECH EIRMS ARE REPRESENTED IN MONTERREY BY: 

SCHUTZ DEL NORTE 
AV. COLON ORIENTE 505 
MONTERREY N.L. MEXICO 
545-6050 

EERNANDO RIVA DENEYRA 

14. EILTERITE CORPORATION 

— - TIMONIUM, MARYLAND 21093 

SEEKING REPRESENTATIVE IN CENTRAL AMERICA 

REPRESENTED BY: 

REPRESENT ACIONES Y EQUIPOS DE PROCESO, S.A. 

EJERCITO NACIONAL NO. 201 I-PISO 
UNCLASSIFIED 
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MEXICO 17, D.E. 

TEL. 545-9840 

ING. ROBERTO CONTRERAS 

EXHIBITING - CARTRIDGE-TYPE EILTERS AND EILTER CARTRIDGES 

— FILTERS UTILIZED FOR SUB-MICRONIC AND LOWER MICRON 
RANGE. EILTERS CONSTRUCTED OF CARBON STEEL AND STAINLESS 
STEEL. CARTRIDGES FABRICATED IN COTTON, POLYPROPYLENE, 
GLASS FIBER, RAYON, NYLON, JUTE/RAYON, ORLON TO MEET ALL 

UNCLASSIEIED 

TYPES OF COMPAT ABILITY REQUIREMENTS. 

15. FLUID COMPONENTS, INC. 

— 215 15 PARTHENIA ST. 

— CANOGA PARK, CALIF. 91304 
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SEEKING MANUEACTURES REPRESENTATIVE IN CENTRAL AMERICA 

REPRESENTATIVE: 

DOUBRIEL ROSALES, S.A. 

PROFESA 77 
STA. MEXICO 
EDO DE MEXICO 
TEL. 397-5076 
ING. D. ROSALES A. 

EXHIBITING: FLOW SWITCHES - FIELD ADJUSTABLE SWITCH 
POINTS IN FT/SEC. 

LIQUID LEVEL SWITCHES - DETECTS ABSENCE OR PRESENCE OF ANY 
LIQUID, CAN IDENTIFY DIFFERENCE BETWEEN GAS AND FOAM OR 
THE INTERFACE OF ANY IMMISCIBLE LIQUID. 

16. GCA/PRECISION SCIENTIFIC 

— 3737 W. CORTLAND ST. 

— CHICAGO, ILL. 60647 

REPRESENTATIVES : 

UNCLASSIFIED 
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CURTIN DE MEXICO, S.A. 

ANTONIO MAURA 29 
CO. MODERNA 
APARTADO POSTAL 13265 
MEXICO 13, D.F. MEXICO 
540-1000 

FRANCISCO PALLACH 

AHS/MEXICO S.A. DE C.V. 

DIV. HOFFMAN PINTER 
LAGO TANGANICA NO. 13 
APARTADO POSTAL 1792 
MEXICO 17, D.F. MEXICO 
545-6635 

ING. VICTOR SANCHEZ NARANJO 
EQUIPAR S.A. 

APARTADO POSTAL 44-0-38 

CALLE JUAN SANCHEZ AZUNA NO. 1447 

MEXICO 12, D.F. MEXICO 

575-1022 

SALVADOR LOPEZ NEGRITE 

EXHIBITING: GENERAL FLASH POINT MONITOR, CONTINUOUS 
VISCOSIMETER, AUTOMATIC DISTALLATION ADA II, AUTOMATIC 
PENSKY MARTENS FLASH TESTER, PENETROMETER AND TIMER, GAS 
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METERS, CARBON DIOXIDE WATER lACKETED INCUBATORS, DIRECT 
DRIVE HIGH VACUUM PUMPS, CONSTANT TEMPERATURE CIRCULATORS 
AND WATER BATHS. 

17. HOERBIGER CORP, OF AMERICA 

— 35 LUMBER ROAD 

— - ROSLYN, NEW YORK 1 1576 

SEEKING AGENTS IN CENTCENTRAL AMERICA 

EXHIBITING: COMPRESSOR VALVES AND COMPRESSOR VALVE PARTS- 
USED IN INTEGRAL PART - USED AS INTEGRAL PARTS OF AIR AND 
GAS COMPRESSORS - DESIGNED EOR LONG LIFE AND EFFICIENCY - 
UNCLASSIFIED 
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CAN UPGRADE UNITS IN FIELD AND SAVE COSTS ON ENERGY BY 
REDUCING DOWN TIME IN EQUIPMENT 

IN-LINE CHECK VALVES - USED IN AIR AND GAS COMPRESSORS - 
SUITABLE FOR CONSTANT AND PULSATING FLOW CONDITIONS. 

18. INTENSCO S.A. DE C.V. 

— - DIV. DEL NORTE 1 135 

— MEXICO 12, D.F. 

— - TEL. 559-3434 

— - MIGUEL PARRODI 

REPRESENTING: 

PROCEDYNE CORP. - EQUIPMENT FOR HIGH TEMPERATURE CALI- 
NEW BRUNSWICK, N.J. BRATION AND PPYROLISIS CLEANING 

REXNORD CORP. - VIBRATING CONVEYROS, FEEDERS 

VIBRATING EQUIPMENT DIV. AND HEAT TRANSFER EQUIPMENT 
LOUISVILLE, KY. 

THAYER SCALE CO. - WIWEIGHING EEEDER AND CONVEYORS 
PENBROKE, MASS. 

19. INTERNATIONAL SENSOR TECHNOLOGY 

— 3201 SOUTH HALLADAY ST. 

— - SANTA ANA, CALIF. 92705 

SEEKING DISTRIBUTORS IN MEXICO AND CENTRAL AMERICA 

EXHIBITING - GAS MONITORING INSTRUMENTS - AG2000 WEATHER- 
PROOF GAS DETECTOR, AG3000 PANEL MOUNT GAS DETECTOR, 

AG4000 SINGLE CHANNEL CONTINUOUS DETECTOR, AG5000 PORTABLE 
GAS DETECTOR, AG6000 MULTI-GAS DETECTOR 

— UTILIZES EXCLUSIVE SOLID-STATE ELECTROLYTIC CELL GAS 
SENSOR. 
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20. KONTES 

— - 1022 SPRUCE ST. 

— - VINELAND, NEW JERSEY 08360 
UNCLASSIEIED 

PAGE 12 STATE 008048 

SEEKING AGENTS IN MEXICO AND CENTRAL AMERICA 

EXHIBITING: MODEL 2000 GAS CHROMATOGRAPH (DOUBLE OVEN UNIT 
WITH PLUG-IN DETECTORS), DENSITOMETER, CALCULATING INTE- 
GRATOR, CHART RECORDER (ELAT BED), SARNIA MARK IV FRAC- 
TIONATOR CONSOLE-SOLID STATE CONTROL CONSOLE, SARNIA MARK 
IV FRACTIONAL DISTILLATION SYSTEM 

— LARGEST INDEPENDENTLY-OWNED U.S. MANUFACTURER OE 
SCIENTIEIC GLASSWARE AND APPARATUS - HAS DIVERSIEIED WITH 
MANUEACTURE OE ELECTRONIC INSTRUMENTS EOR CHROMATOGRAPHIC/ 
PETROCHEMICAL EIELDS. 

2 1 . LOUISVILLE DRYING MACHINERY 

— 232 EAST MAIN ST. 

— - LOUISVILLE, KY. 40202 

EXHIBITING: ROTARY DRYING EQUIPMENT: INCLUDING STEAM 
TUBE DRYERS, PARALLEL CURRENT DIRECT HEAT DRYER, COUNTER 
CURRENT DIRECT HEAT DRYER, PARALLEL CURRENT DRYER, FLUID 
BED DRYER, INDIRECT HEAT DRYER, WATER TUBE COOLER, TANK 

DEWATERING MACHINERY: WATER TUBE COOLER, TANK TYPE COOLER, 
PARALLEL OR COUNTER CURRENT AIR COOLER, AMMONIATOR-GRANU- 
LATOR DRUM, ROTARY MIXER-BLENDER 

22. MINE SAEETY APPLIANCES CO. 

— 400 PENN CENTER BLVD- 
— - PITTSBURGH, PA. 15235 

REPRESENTATIVE: 

MSA DE MEXICO, S.A. DE C.V. 

APARTADO POSTAL 168 

NAUCALPAN DE JUAREZ 
EDO DE MEXICO, MEXICO 
567-2502 

EXHIBITING: GAS DETECTION DEVICES: LIRA INFRARED ANALYZER 
UNCLASSIFIED 
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SERIES 500 COMBUSTIBLE GAS ALARM, MODEL 701 CO ALARM, EX- 
PLOSIMETER MODEL 2A, MODEL 260 COMBUSTIBLE GAS AND OXYGEN 
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ALARM. 

23. MOREHOUSE INDUSTRIES, INC. 

— - 1600 WEST COMMONWEALTH AVE. 

— FULLERTON, CALIF. 92633 

REPRESENTATIVE: 

J. CARRERA Y ASOCIADOS, S,A. DE C.V. 

APARTADO POSTAL 16-303 
MEXICO 16, D.F. 

TEL; 561-6402 
J; CARRERA 

EXHIBITING: PRESSURE SANDMILLS - FEATURING QUICK CHANGE 
VESSELS, NEW FLOW SEALS; DESIGNED TO TAKE IN 
EXCESS OF 100 PSI AND HANDLE VISCOSITIES UP TO 75,000 CPS; 
STANDARD VESSEL SIZES 8, 16, AND 30 GALLONS 

DISSOLVER-EASILY DISPERSE WIDE RANGE OF APPROPRIATE PRO- 
DUCTS FROM 15 OR MORE 

24. MYRON L COMPANY 
— - 1133 SECOND ST. 

— ENCINITAS, CALIF. 92024 

SEEKING DISTRIBUTORS IN MEXICO AND CENTRAL AMERICA 

EXHIBITING: DS SERIES OF PROTABLE CONDUCTIVITY METERS, 
MODEL 580C COOLING TOWER CONTROL, 562 SERIES MONITOR/ 
CONTROLLERS, CONSTROLSTIK SYSTEMS 

— CONDUCTIVITY INSTRUMENTS AND CONTROLS FOR WATER TREAT- 
MENT AND OTHER APPLICATIONS 

25. PACIFIC VALVES, CENTER LINE, CLAYTON MARK 
— - DIVS. OF MARK CONTROLS CORP. 

— - 1900 DEMPSTER ST. 

— EVANSTON, ILL. 60204 
UNCLASSIFIED 
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REPRESENTATIVE: 

R. BEGUERISSE A. 

INSURGENTES SUR 813 
MEXICO, D.F. 

TEL. 543-4715 

EXHIBITING: GATE, GLOBE AND CHECK VALVES MADE OF CAST, 
ALLOY AND STAINLESS STEEL; WAFER CHECK VALVES AND FULL LINE 
OF FLANGED, THREADED AND SOCKET WELD AND BALL VALVES AND 
ACTUATORS; FORGED STEEL UNIONS; PRESSURE SEAL GATE VALVES 
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— COMPLETE LINE OF VALVES FOR PETROLEUM, CHEMICAL, PETRO- 
CHEMICAL AND WATERWORKS INDUSTRY 

26. POSI-SEAL INTERNATIONAL, INC; 

— - ROUTES 49 AND U.S. 95 

— - NORTH STONINGTON, CONN. 06359 

EXHIBITING: HIGH PRESSURE TRUNNION WAFER VALVES 

— USED IN POWER, CRYOGENIC, CHEMICAL, PETROLEUM, PAPER, 

GAS TRANSMISSION, CONSTRUCTION, TEXTILE, SHIPBUILDING AND 
OTHER INDUSTRIES. 

27. RESISTOFLEX CORPORATION 
— - WOODLAND ROAD 

— - ROSELAND, N.J. 07068 

SEEKING DISTRIBUTORS IN MEXICO AND CENTRAL AMERICA 

EXHIBITING: TEFLON (TEE) LINED PIPE AND FITTINGS, CLAMP 
VALVE, MOLDED EXPANSION JOINTS AND PUMP CONNECTORS, TRANS- 
FER HOSE 

— FOR HANDLING CORROSIVE FLUIDS 

28. ROBERTSHAW CONTROLS CO. 

— - 1809 STAPLES MILL ROAD 

-— RICHMOND, VA. 23230 
UNCLASSIFIED 
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REPRESENTATIVE: 

ACCESORIOS Y EQUIPOS S.A. 

DIV. DEL NORTE 521-403 
MEXICO 12, D.F. 

TEL. 543-6740 

MR. HENRI RICHARD, SALES MANAGER 

EXHIBITING: LEVEL MEASUREMENT INSTRUMENTS-FLOAT TYPE AND 
CAPACITANCE TYPE; VIBRATION MEASUREMENT INSTRUMENTS; COM- 
BUSTIBLE GAS MEASUREMENT AND TRANSMITTER; PRESSURE AND D.P; 
TRANSMITTER-ELECTRONIC-STRAIN GAGE TYPE; PRESSURE GAGES; 
SELF-OPERATED TEMPERATURE REGULATORS; TRANSDUCERS-I/P; 
ELECTRONIC CONTROLLER; ELECTRONIC RECORDER. 

29. SAND VIK CONVEYOR 
— - 1650 MCBRIDE AVE. 

— FAIRLAWN, NEW JERSEY 07410 

REPRESENTATIVE: 
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SANDVIK DE MEXICO 
AV. CIRCUNVALACION 352 
TLALNEPANTLA EDO DE MEXICO 

EXHIBITING: SANDVIK COOLING SYSTEM 

— CARRIES PRODUCTS ON A SOLID STAINLESS STEEL BELT OVER 
TANKS OE CIRCULATING WATER OR OTHER COOLANT. BENEFITS 
INCLUDE CONTINUOUS COOLING, CONTROLLED PRODUCT THICKNESS 
AN IN-LINE SYSTEM, CONTINUOUS, EFFECTIVE BELT CLEANING, 
TEMPERATURE ZONED COOLING, RELIABILITY, EASE OF RELEASE 
FROM COOLING SURFACE. 

30, TECTANK, INC; 

— - SOUTH INDUSTRIAL PARK NO. 2 
— - PARSONS, KANSAS 67357 

REPRESENTATIVE: 

UNCLASSIFIED 
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INTENSCO 

AV, DIVISION DEL NORTE 1 135 
MEXICO 12, D.F. 

559-3434 

MIGUEL PARRODI 

EXHIBITING: TECTANK FACTORY COATED BOLTED STEEL TANKS FOR 
BULK STORAGE THERMO-THANE COATING RESISTANT AGAINST 
ABRASION. 

ELEDYNE WAH CHANG 

— P.O. BOX 460 

— - ALBANY, OREGON 

SEEKING AGENTS IN MEXICO AND CCENTRAL AMERICA 

EXHIBITING: CORROSIVE RESISTANT METALS: ZIRCONIUM, 

HAFNIUM, COLUMBIUM, TANTALUM. 

32. TEXAS NUCLEAR CORPORATION 

— P.O. BOX 9267 

— AUSTIN, TEXAS 78766 

REPRESENTATIVE: 

MONTES Y VLADES, S.A. 

MANUEL CARPIO 127 
MEXICO, D.F. 

TEL. 541-3205 

ING. EVARISTO VALDES 

EXHIBITING: DENSITY GAUGE, PORTABLE ELEMENTAL ANALYZER, 
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METAL ANALYZER, POINT AND CONTINUOUS LEVEL GAUGES, BELT 
WEIGH SCALES 

— NUCLEAR INSTRUMENTATION FOR THE PROCESS INDUSTRIES. 

33. VALSAN INTERNATIONAL CORP. 

— 43 WEST6IST ST. 

NEW YORK, N.Y. 10023 


UNCLASSIFIED 
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SEEKING DISTRIBUTORS IN MEXICO AND CENTRAL AMERICA 

EXHIBITING: SANDPIPER AIR-POWERED DIAPHRAGM PUMPS - FOR 
VISCOUS ABRASIVE AND CORROSIVE MATERIALS AND LIQUIDS, FOR 
HANDLING MATERIALS WITH SOLIDS, 100 PERCENT SAFE EOR VOLA- 
TILE LIQUIDS; NEW VIP MODEL WITH TEELON DIAPHRAGM WHICH 
MAKE PUMP IMPERVIOUS TO ALMOST ALL CHEMICALS AND SOLVENTS. 

34. VIKING PUMP DIVISION 
— - HOUDAILLE INDUSTRIES, INC. 

— 406 STATE ST. 

-— CEDAR FALLS, IOWA 50613 

REPRESENTATIVE: 

MAQUINARIA Y CAMINOS, S.A. 

NINO PERDIDO 580 
MEXICO 13, D.F, MEXICO 
TEL. 590-841 1 

ROBERTO GARCIA SUAREZ, GENERAL DIRECTOR 

FABRICACIONES MECANICAS INDUSTRIALES, S.A. 

APARTADO POSTAL 1977 
MONTERREY, N.L. MEXICO 
520-7700 

ING. ERNESTO SANTOS, PRESIDENT 

EXHIBITING: ROTARY PUMPS: "GEAR- WITHIN-A-GEAR" DESIGN; 

SERIES 724 A LINE OE 316 STAINLESS STEEL PUMPS, FEATURING 
THE FOOT TYPE BRACKET AND ROTOR THRUST CONTROL; SERIES 195- 
HEAVY-DUTY PUMPS DESIGNED FOR DIRECT CONNECTION TO EITHER 
1200 OR 1800 RPM MOTORS; VERTICAL INLINE 93 IM - RUGGED 
SPACE AND WEIGHT SAVING PUMPS THAT MOUNT VERTICALLY OR 
HORIZONTALLY TO ELECTRIC MOTORS; 7 TO 75 GPM; SERIES 124- 
AVAILABLE IN 15 GPM TO 420 GPM SIZES, THIS PUMP SERIES IS 
CONSTRUCTED FOR TOUGH PUMPING JOBS; SERIES 32 AND 432- 
GENERAL PURPOSE, POSITIVE DISPLACEMENT PUMPS FOR LIGHT, 
MEDIUM OR INTERMITTENT SERVICE, HANDLING A VARIETY OF 
LIQUIDS, 13 SIZES FROM 1/2 TO 450 GPM. 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 

UNCLASSIFIED 

PAGE 18 STATE 008048 

35. WILLIAM WAHL CORPORATION 
— - 12908 PANAMA ST. 

— - LOS ANGELES, CALIF. 90066 

SEEKING DISTRIBUTORS IN CENTRAL AMERICA 

REPRESENTATIVE: 

MOTORIZACION Y CONTROL S.A. 

MELCHOR OCAMPO 146 
MEXICO 4, D.E. 

TEL. 59I-I606I 
IAN ROBERTSON 

EXHIBITING: DIGITAL READOUT HEAT SPY - PORTABLE INFRARED 
TEMPERATURE MEASUREMENT DEVICES - 0-500 DEGREE CENTRIGRADE 
RANGE; DIAL METER HEAT SPY-DIAL METER READOUT INFRARED 
THERMOMETER 0 TO 3100 DEGREE E; WAHL DIGITAL HEAT PROBER - 
POCKET SIZED HIGH ACCURACY THERMOMETER FOR INSTANT DIGITAL 
READINGS - SMALLEST INSTRUMENT EVER DESIGNED TO SENSE AND 
RECORD SURFACE TEMPERATURES ACCURATELY AND ECONOMICALLY 
FROM 100 DEGREE TO 1 100 DEGREE E. 

35. WYSSMONT CO., INC. 

— - 1470 BERGEN BLVD. 

— - EORT LEE, N. J. 07024 


REPRESENTATIVE: 

INTENSCO 

AVE. DIVISION DEL NORTE 1 135 
MEXICO 12, D.F. 

559-3434 

SR. MIGUEL PARRODI 

EXHIBITING: TURBO-DRYER 

— SOLIDS HANDLING EQUIPMENT SYSTEMS FOR DRYING, CALCIN- 
ING, CURING, TOASTING, ACTIVATING, REGENERATING, SUBLIM- 
ING, COOLING, AGGLOMERATING AND OTHER HEAT TREATING 
UNCLASSIFIED 
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OPERATIONS. 

37. THERMO-ELECTRON CORPORATION 

— 45 I ST AVE. 

— WALTHAM, MASS. 02154 
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SEEKING AGENT IN MEXICO 

EXHIBITING: PROSENSOR PROCESS STREAM ANALYZER 

INSTRUMENT UTILIZES INFRARED DETECTION FOR THE ANALYSIS 
OF ORGANIC CHEMICALS IN THE GAS PHASE OF PROCESS CONTROL. 

38. VORTI-SIV 

— - DIV. OF M & M MACHINE INC. 

— 36135 SALEM GRANGE ROAD 
-—SALEM, OHIO 44460 

SEEKING AGENTS IN CENTRAL AMERICA 

REPRESENTATIVE: 

J. CARRERA Y ASOCIADOS, S.A. DE C.V. 

APARTADO POSTAL 16-303 
MEXICO 16, D.F. 

TEL: 561-6402 
J. CARRERA 

EXHIBITING: GYRATORY STRAINING AND SIEVING MACHINES WITH 
EXPLOSION-PROOF MOTORS FOR PROCESSING DRY AND WET SUB- 
STANCES: MODEL VS 1 10 VORTI-SIV - STANDARD MODEL, MODEL 
AVS 20,000 XL AIR VORTI-SIV - HIGH SPEED MACHINE WITH 
FOUR PNEUMATIC SEALED SUSPENSION PODS; GEARED FOR LATEX 
PAINT. 

39. N.S. TECHNICAL WORKSHOP - DURING THE FIRST TWO DAYS 
OF THE EXHIBITION, A COURSE ON "HIGH PRESSURE LIQUID CHRO- 
MATOGRAPHY" WILL BE TAUGHT BY PROFESSOR HAROLD M. MCNAIR 
UNDER THE SPONSORSHIP OF THE AMERICAN CHEMICAL SOCIETY. 

THIS COURSE IS DESIGNED FOR CONTINUING EDUCATION 

THIS COURSE IS DESIGNED FOR CONTINUING EDUCATION OF 
UNCLASSIFIED 
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SCIENTISTS AND TECHNICIANS IN THE CHEMICAL AND PETROCHE- 
MICAL FIELDS. ALL INTERESTED IN ATTENDING ARE TO APPLY 
TO THE TRADE CENTER. 

— HIGH PRESSURE LIQUID CHROMATOGRAPHY (HPLC) - PARTI- 
CIPANTS CAN LEARN HOW TO SOLVE NUMEROUS PROBLEMS OF ANA- 
LYSIS WITH THIS TECHNIQUE, WHICH IS FAST BECOMING ONE OF 
THE MAJOR METHODS FOR SEPARATION, QUANTITATION AND IDENTI- 
FICATION. HPLC CAN SEPARATE COMPOUNDS, SUCH AS POLYMERS, 
IONIC COMPOUNDS, COMPLEX MOLECULES, AND OTHERS, WHICH CAN- 
NOT BE HAND! ED BY GAS CHROMATOGRAPHY. APPLICATIONS TO 
DRUGS, PESTICIDES AND PETROCHEMICALS WILL BE DISCUSSED. 

ALSO INCLUDED WILL BE A SPECIAL SEMINAR ON PROCESS 
LIQUIDS, CHROMATOGRAPH. A BACHELORS DEGREE IN CHEMISTRY, 
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CHEMICAL ENGINEERING OR BIOCHEMISTRY IS SUFFICIENT BACK- 
GROUND FOR PARTICIPATION. TECHNICIANS WITH SOME EXPERI- 
ENCE IN CHROMATOGRAPHY WILL ALSO BENEFIT. 

— PROFESSOR HAROLD M. MCNAIR - DEPARTMENT OF CHEMISTRY, 
VIRGINIA POLYTECHNIC INSTITUTE AND STATE UNIVERSITY (VPI 
AND SU). GUEST PROFESSOR AT UNAM, MEXICO CITY. 

— BEFORE JOINING VPI AND SU, DR. MCNAIR WORKED AS A 
RESEARCH SCIENTIST AT ESSO RESEARCH AND ENGINEERING AND 
VARIAN AEROGRAPH. HE IS THE AUTHOR OF THE MONOGRAPH 
"CHROMATOGRAFIA LIQUIDA DE ALTA PRESION", PUBLISHED BY 
THE ORGANIZATION OF AMERICAN STATES, WASHINGTON, D.C., 

AND THE TEXTBOOK, "BASIC GAS CHROMATOGRAPHY", PUBLISHED 
BY VARIAN AEROGRAPH IN ENGLISH AND SPANISH. HE HAS 
TAUGHT NUMEROUS SHORT COURSES IN GAS AND LIQUID CHROMA- 
TOGRAPHY IN THE U.S. AND MEXICO. KISSINGER 

UNCLASSIFIED 
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